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E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: CCTV INSTALLATION, SINGAPORE 
REF: SINGAPORE 0835 NOTAL 

1. RTC HAS NO REPLACEMENT CCTV CAMERAS TO SEND (TO REPLACE 
DAMAGED MTC-21M, S/N 184097, SENT TO DEPT. FROM SINGAPORE 
FOR REPAIRS); ALL THREE CAMERAS RECEIVED IN FEB. 1975 HAVE 
BEEN SENT TO JAPAN FOR INSTALLATION. 

2. REQUEST YOU MAKE BOTH SINGAPORE INSTALLATIONS, VICE CAMERA 
IN ONE OF THEM, SO THAT ONLY ONE RTC REPRESENTATIVE NEED RETURN 

TO COMPLETE INSTALLATION. REQUEST SEABEES RETURN UPON COMPLETION 
OF CCTV INSTALLATIONS AND T-MOD. 

3. ITEMS REQUESTED IN REFTEL BEING SENT UNDER REGISTRY 2298070 IN 
FPO SYSTEM AND SHOULD ARRIVE BY MARCH 7. SHIPMENT 
INCLUDES THREE WHEEL PACKS. RTC HAD ONLY TWO SM 181 
DEADBOLTS IN STOCK TO SEND. 

4. CANNOT TRACE ITEM 5 OF REFTEL WITHOUT REGISTRY NUMBERS. 
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